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ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

044330 

R 040849Z JUN 75 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 595 

UNCLAS TOKYO 7369 

FOR OIM/WELCH 

E.O. 11652: N/A 
TAGS: BEXP.JA 

SUBJECT: OCTOBER MEDICAL SHOW WORKSHOP 

REF: STRONG/WELCH TELCON MAY 28 JST 

AS SUGGESTED BY TCD N REFTELCON, IT IS HOPED THAT SOLICITATION 
TOPICAL SUBJECTS FOR PROPOSED WORKSHOP MAY BE HELPFUL TO 
EOO IN PREPARING INFORMAL PROGRAM OF PRESENTATIONS FROM 
AMONG PARTICIPANTS OCTOBER SHOW. RELEVANT ASSOCIATIONS 
WERE NOT ESPECIALLY FORTHCOMING WHEN ASKED ABOUT THEMES 
OF SPECIAL INTEREST JAPAN, AND TC DOES NOT INTEND PURSUE 
FURTHER, BUT HOPE THESE SUGGESTIONS OF ASSISTANCE JAPAN DIV. 
THE FOLLOWING TOPICS HAVE BEEN SUGGESTED BY EMBASSY COMMER- 
CIAL SECTION AND AGENTS OF COOPERATORS, OR ARE PROPOSED BY 
TC ON BASIS PAST EXPERIENCE THIS THEME: 

1. ADVANCED US ANALYTICAL INSTRUMENTS RELATED TO 
DIAGNOSTIC NEEDS. 

L2. AUTOMATION EQUIPMENT AND SYSTEMS FOR CLINICAL AND 
RESEARCH LABORATORIES. 

3. AUTOMATED MULTIPHASIC HEALTH TESTING SYSTEMS. 

4. SOPHISTICATED CARDIOLOGICAL EQUIPMENT; ADVANCED 
ELECTROCARDIOGRAPH EQUIPMENT. 
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6. RECENT DESIGN AND TECHNOLOGY OF US ARTIFICAL INTERNAL 
ORGANS; RESEARCH AND DEVELOPMENT OF ARTIFICIAL KIDNEY 
MACHINES. 

7. COMPUTERIZED BIOMEDICAL SYSTEMS FOR PREVENTIVE HEALTH 
CARE AND MEDICAL INFORMATION TRANSMISSION; COMPUTER- 
AIDED MULTIPHASIC SCCEENING PROGRAMS; COMPUTERIZED 
TRANSVERSE AXIAL TOMOGRAPHY (CAT). 

8. ADVANCED SURGICAL TECHNOLOGY RELATED TO OPERATING 
ROOM EQUIPMENT - LASER SURGICAL INSTRUMENTS, CRYOSURGICAL 
INSTRUMENT. ZENON COAGULATORS, SURGICAL PACEMAKERS. 
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